
© 2014 collegian media group 



thecollegian 

INDEPENDENT VOICE FOR KANSAS STATE UNIVERSITY 



VOL 119 NO. 118 



THURSDAY, MARCH 27, 2014 



www. kstatecollegian. com 



Electronic 
waste drive 
marks eight 
years of 
sustainability 



By Jason Tidd 
the collegian 



Hoarders of electronic waste 
will have the opportunity to 
spring-clean out their overused 
equipment while helping K-State 
beat KU in a recycling contest. 

On Saturday from 9 a.m. to 1 
p.m., the K-State Department of 
Environmental Health and Safety 
is joining forces with PSC Envi- 
ronmental Services and Howie's 
Recycling and Trash Service to 
host the third annual Electronic 
Waste Collection Event. It will 
be held in the parking lot across 
from West Stadium and next to 
St. Isidore's Catholic Student 
Center, 71 1 Denison St. 

Kelly Greene, hazardous 
waste manager for DEHS, said 
that those with donations will 
drive through the parking lot and 
be asked a couple of basic ques- 
tions about their electronics, as 
well as how they found out about 
the collection event. 

"We have people to unload 
everything," Greene said. 

Acceptable donations in- 
clude cell phones, laptops, print- 
ers, fax machines, calculators, 
stereos and more. Business and 
university electronics are not 
accepted, as well as household 
appliances such as refrigerators. 
Anybody who wishes to donate 
their electronics should make 
sure to remove any personal in- 
formation from their devices. 

The event is usually held in 
April to coincide with Earth Day, 
but was moved up this year so 
that the electronic waste could 
be added to K-State's total in the 
collegiate RecycleMania compe- 
tition. RecycleMania is an annual 
contest held at colleges and uni- 
versities nationwide to see who 
can collect the most recyclable 
materials. Last year, K-State 
placed 153rd out of the 273 
participating institutions with a 
recycling rate of 26.73 percent. 
K-State has participated in the 
eight-week long competition 
since 2009. 

According to the Recy- 
cleMania website, as of Wednes- 
day night, K-State is second in 
the Pounds per Capita Classic 
category within the Big 12 with 
8.508 pounds. KU is last in the 
conference with 1.826 pounds. 
This is the final week of compe- 
tition and the results will be sub- 
mitted the following week. 

While Greene said she is 
hoping to receive around 13,000 
pounds of electronic waste, she 
said she is just thankful that there 
are enough donations and fund- 
ing to host the event. 

"I'm just glad that we can do 
it," Greene said. 

Any costs incurred from 
the recycling will be covered by 
K-State, partially through dona- 
tions and Howie's. The collection 
will occur rain or shine and all 
collected items will be recycled 
in the U.S. 



Sunflower CASA to represent 213 children with pinwheels 



By Karen Sarita Ingram 
the collegian 



The Riley County Court- 
house lawn will be filled with 
blue pinwheels next Friday in a 
show of solidarity and support 
as Sunflower CASA Project, 
Inc. celebrates its fourth annu- 
al Blue Ribbon Kick-off. April 
is Child Abuse Prevention and 
Awareness Month, also known 
as Blue Ribbon Month, and 
each of the 213 pinwheels will 
represent area children who 
were serviced by the organiza- 
tion last year. 

CASA, which stands for 
Court Appointed Special Ad- 
vocates, is a program that has 
more than 900 branches across 
the country. Its purpose is to as- 
sist children in the court system, 
many of whom have suffered 
abuse or neglect. Sunflower 
CASA has served Riley County 
since 1988, branching out into 



Clay and Pottawatomie counties 
in 1991 and 2001, respectively, 
according to their website. 

"There are a lot of children 
who go through the court sys- 
tem ... that need an advocate to 
speak for them," Penny Peirce, 
fundraising coordinator for 
Sunflower CASA, said. "You 
might not be aware of the num- 
bers." 

Peirce said there were a lot 
more pinwheels to represent the 
children this year, but this was 
due in part because they were 
including children serviced by 
all of the programs within Sun- 
flower CASA and not just the 
court advocacy program. 

In 2000, for instance, Sun- 
flower CASA opened Sunflow- 
er Bridge - a visitation center 
where children can be exchange 
between parents or have super- 
vised visits in a safe environ- 
ment. Stepping Stones Child 

Continued on page 8, 
"CASA" 




Photo courtesy of CASA 

The 213 blue pinwheels that Sunflower CASA Project, Inc. will plant in front of the Riley 
County Courthouse represent each child the program assisted in the last year while honoring 
the month of April as Child Abuse Prevention and Awareness month, aka Blue Ribbon Month. 




Students claim 
runway show 
too restrictive 



By Jon Parton 
the collegian 



The department of apparel, 
textiles and interior design 
is set to host its 10th An- 
nual ATID Student Symposium 
May 1-2. The event will bring in 
guest speakers centered around 
the theme of sustainability and 
give students a chance to speak 
with people working in the field 
of apparel and interior design, but 
not all students are happy with all 
aspects of the event. 

As part of the symposium, 
the Showcase of Excellency: Live 
Runway Show will feature cloth- 
ing designed by students. This is 
the first time a runway show has 



been organized for the event, said 
Hannah Schuh, student services 
coordinator for the department of 
apparel, textiles and interior de- 
sign. 

"We have a student commit- 
tee that has been working very 
hard on this," Schuh said. "Every- 
thing has been going smoothly in 
preparing for it." 

Some students, however, 
have expressed concerns over 
the runway show's rules. Arian- 
na Levin, junior in apparel and 
textiles and this year's winner of 
K-State Project Runway, said she 
was frustrated when she learned 
lingerie would not be allowed in 
the runway show. 

Continued on page 8, 
"RUNWAY" 

Parker Robb | the collegian 



Arianna Levin, junior in apparel and textile design, walks down the run- 
way with Sophia Alonso, senior in life sciences, in Levin's winning dress 
at K-State Project Runway on March 3. Levin said she was frustrated when 
she learned the ATID would not allow lingerie designs on the runway. 



New board created to oversee Manhattan transit funds 



By Shelton Burch 
the collegian 



The Flint Hills Regional 
Transit Administration Board 
held their first unofficial 
meeting Monday and dis- 
cussed the role and authority 
the board will have once it 
becomes official. 



Among its tasks will be 
the distribution and adminis- 
tration of $900,000 of Urban- 
ized Area Transit Funds allo- 
cated to Manhattan in 2013 
by the Federal Transit Ad- 
ministration, and $918,000 
allocated to the city for 2014. 

Gary Stith, deputy direc- 
tor of the Flint Hills Regional 
Council, facilitated the meet- 
ing which he said was legally 



considered unofficial due to 
wording changes required by 
the Kansas Attorney Gener- 
al's office to officially estab- 
lish the group. Changes had 
been made and approved by 
the attorney general's office, 
but signatures were required 
on the new documents before 
the group would be consid- 
ered officially established. 
Stith said he expects the 



board to be official by the 
next meeting, scheduled for 
April 16. The board will con- 
sist of six members who will 
each represent a different 
component. 

"The Regional Transit 
Administration is an inter-lo- 
cal agreement of six different 
entities," Stith said. "Three 
counties, two cities and Kan- 
sas State University." 



Stith said the transit ad- 
ministration was created be- 
cause Manhattan surpassed 
50,000 residents. 

"What happened is when 
Manhattan crossed over 
50,000 in population, that 
gave them access to differ- 
ent sources of federal funds 

Continued on page 8, 

"TRANSIT" 
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of Sweet 16 
matchups 
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MH370 flight 
coverage was 
excessive 



Question of the Day 



"Who is your favorite college 
instructor and why?" 

Look for the opinion page tomorrow to see how 
K-Staters responded. 
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ACROSS 

1 Story 
teller 

5 Intimi- 
dates 

9 Cushion 

12 Malaria 
symptom 

13 Theater 
award 

14 Flamenco 
cheer 

15 Bristly 
rodent 

17 Wade 
opponent 

18 Launder- 
er's chal- 
lenges 

19 Dissuade 

21 Italian 
river 

22 Tier 
24 Use a 

paper 
towel 

27 Cover 

28 Designer 
Spade 

31 Green, in 
a sense 

32 Eggs 

33 Suffix with 
"presi- 
dent" 

34 "Perry 
Mason" 
star 

36 Energy 

37 Computer 
key 



38 Macad- 
amized 

40 "Little 
Women" 
woman 

41 Island 
greeting 

43 Auditory 
stimulants 

47 Luau 
bowlful 

48 Vase 
material 

51 "Help!" 

52 Notion 

53 Advan- 
tage 

54 — 
out a 
living 

55 Arrears 

56 Relaxa- 
tion 

DOWN 

1 Track 
circuits 



Rhythm" 

3 Emana- 
tion 

4 Cook- 
book 
entry 

5 Police 
officers 

6 Kimono 
closer 

7 Victory 

8 Dilapi- 
dated 

9 Subject 
of a 

framing? 

10 Lotion 
additive 

11 Ante- 
lope's 
playmate 

16 Popular 

card 

game 
20 "A 

mouse!" 



Solution time: 25 mins. 
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Yesterday's answer 3-27 



22 Enraged 

23 Leading 
man? 

24 Char- 
lotte's cre- 
ation 

25 Hosp. 
section 

26 Dolphin's 
cousin 

27 2/14 
topic 

29 Pitch 

30 Blueprint 
addition 

35 "Go, 

team!" 
37 Grand — 

Dam 

39 Hardly 
lively 

40 Coffee 

41 Church 
area 

42 Take a 
gander 
(at) 

43 "Scram!" 

44 Zero, in 
Xochi- 
milco 

45 Uses a 
trowel 

46 Giants 
lineman 
Chris 

49 Praise 
in 

verse 

50 CSA 
soldier 
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CRYPTOQUIP 



Q ZHCCDZN TNIBYNUQN 

RNIQMNIZ SJQEJ EUBSP BFDHA 

EPDZN AD A J N YUDHIR TQYJA 

FN EBPPNR MDD EUNNCNUZ. 

Yesterday's Cryptoquip: THAT TOWEL CLOTH 
IS IN PATHETICALLY POOR SHAPE, AND IT'S 
ORDINARY WHAT A SAD COMMON TERRY. 
Today's Cryptoquip Clue: M equals Z 
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The Collegian welcomes your letters. We reserve the right to edit 
submitted letters for clarity, accuracy, space and relevance. A letter 
intended for publication should be no longer than 350 words and must 
refer to an article that appeared in the Collegian within the last 10 
issues. It must include the author's first and last name, year in school 
and major. If you are a graduate of K- State, the letter should include 
your year(s) of graduation and must include the city and state where 
you live. For a letter to be considered, it must include a phone num- 
ber where you can be contacted. The number will not be published. 
Letters can be sent to letters@kstatecollegian.com. 

Letters may be rejected if they contain abusive content, lack 
timeliness, contain vulgarity, profanity or falsehood, promote per- 
sonal and commercial announcements, repeat comments of letters 
printed in other issues or contain attachments. 

The Collegian does not publish open letters, third-party letters or 
letters that have been sent to other publications or people. 



CORRECTIONS 

If you see something that should be corrected or clarified, call man- 
aging editor Jena Sauber at 785-532-6556 or email news@kstatecol- 
lesian.com. 



The Collegian, a student newspaper at Kansas State University, is 
published by Collegian Media Group. It is published weekdays during 
the school year and on Wednesdays during the summer. Periodi- 
cal postage is paid at Manhattan, KS. POSTMASTER: Send address 
changes to Kedzie 103, Manhattan, KS 66506-7167. First copy free, 
additional copies 25 cents. [USPS 291 020] 
© Collegian Media Group, 2014 

All weather information courtesy of the National Weather Service. For 
up-to-date forecasts, visit nws.noaa.gov. 



For The Win | By Parker Wilhelm 




The Weekly Planner 



Thursday, March 27 
Doctoral dissertation of 
Bette Grauer 

"Secondary Science Teach- 
ers' Use of the Affective 
Domain in Science Edu- 
cation " 

257 Bluemont Hall 
12:30 p.m. 

Alexander Polishchuk 
Presenter at Mathematics 
Department Colloquium 

"Analogs of the j-invariant 
for Higher Genus Curves" 
102 Cardwell Hall 
2:30 p.m. 

Haylapalooza and 
Fun Fair 

Live entertainment, con- 
tests and prizes, airbrush 
tattoos, inflatables, lawn 
games and carnival food 
Haymaker Hall, 4-8 p.m 



Hunger Games 
Celebrating Ag Fest 

K-State Student Union 

Courtyard 

5-7 p.m. 

K-State Computers and 
Technology Movie Series: 
"Real Steel" 

127 Nichols Hall, 7 p.m. 

Doctoral dissertation of 
Kristy Custer 

"A Study of Perceptions 
of Mothers, Caregivers, 
and School-Age Children 
regarding Educational Ex- 
periences During Maternal 
Army Reserve Component 
Deployments" 
368 Bluemont Hall 
12:30 p.m. 



Friday, March 28 
K-State Idol 

Forum Hall, K-State Student Union 
7 p.m. 

SpringDance 2014 

McCain Auditorium, 7:30 p.m. 

UPC Film: "The Hobbit: The Desolation of Smaug" 

Forum Hall, K-State Student Union 
10:30 p.m. 



Saturday, March 29 
Analog Games Day 

Great Room, Hale Library 
1 1 a.m. to 5 p.m. 

UPC Film: "The Hobbit: 
The Desolation of Smaug" 

Forum Hall, K-State Student 
Union, 10:30 p.m. 



SpringDance 2014 

McCain Auditorium 
7:30 p.m. 
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Recycle to win 



Recycle Mania 2014 



Open Stop Drop 

recycle center behind 
Weber Hall 



Competition ends Saturday, March 29th 
Recycle Up, K-Staters! 
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Royal Purple 



EditOr-lll-Chief deadline 03.27.14 

EditOr-lll-Chief deadline 03.27.14 

interviews 04.02.14 
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Your hometown. 
Their future. 




Imagine the possibilities for 
your community if everyone 
designated just 5% of their 
estates to hometown needs. 

With the help of community 
foundations, we can create 
permanent sources of 
funding for local charities, 
schools, churches, parks, 
and so much more! 

©KEEP 5 
J ,N KANSAS 

•*•••*• 

A little planning. A big impact. 

Learn more at 
keepfiveinkansas.com 
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K-State Lafene 
Health Center 

www.k-state.edu/lafene 



General Medical Clinic Hours: 


Appointments recommended; 


Mon - Fri: 8am - 6pm 


Please call first 


Sat: 10am- 1pm 


785.532.6544 



T K-State: An Alphabet Journey Across Campus* shows K-State family experience 



By Leah Hill 
the collegian 



The family philosophy at 
K-State is well known to many 
students, faculty and staff. 
However, it may be seen as 
an unfamiliar concept to out- 
siders. That is, until they read 
"K-State: An Alphabet Jour- 
ney Across Campus," created 
by Debbie Mercer, dean of the 
College of Education, and Lot- 
ta Larson, associate professor 
of curriculum and instruction. 

Mercer and Larson said 
they co-authored the chil- 
dren's book (that was released 
in 2013) to emphasize the 
depth and experiences of the 
K-State family. It strives to 
evoke K-State memories of 
"adventures and academics, 
friends and family, and games 
and graduation," as written in 
the preface. 

"Our hope (is) people will 
take this and share it with the 
special people they call fami- 
ly," Mercer said. 

The thread of family is 
woven into each one of the 26 
pages in the alphabet book. 

"I think what's really pre- 
cious about the book is just 
that it truly sends that message 
of K-State family," Larson 
said. "You look at the pictures, 
and you just realize how spe- 
cial K-State is." 

Passion and knowledge 

The idea for the book be- 
gan to take root three years ago 
when Mercer and her husband, 
a Big 12 football official, 
would travel to other colleges. 
While he was on the field prior 
to the games, she had the op- 
portunity to explore campus - 
including their bookstores. 

"I was struck time and 
time again at the displays in 
campus bookstores with books 
for children," Mercer said. 

With a shared interest in 
children's literature, Larson 
and Mercer discussed the pos- 
sibility of creating an alphabet 
book about K-State. The two 
possessed passion and knowl- 
edge, which they said inspired 
them to take on the project. 

"We both love K-State so 
much," Larson said. "We were 
thinking of ways to give back 
and help other people love 
K-State as much as we do." 

Giving back is a facet of 
the family dynamic, especial- 
ly at K-State. For Larson and 
Mercer, they said it was im- 
portant that the proceeds from 
the book go to scholarships for 
students in the college of ed- 




Sroughf to you in part by 
Kansas Department of Wildlife, Parks & Tourism 

Butler County Unveiled 

March 28-29, El Dorado Civic Center 
Make your Flint Hills Wedding 
dreams come true! Sample cakes, 
hear music, meet photographers 
& gain hundreds of tips. Top your 
day off with a fashion show! 
ButlerCountyBridal.com 

Kansas State Parks Open House 

March 29, Statewide 
Free entrance day and open house 
at all 26 Kansas State Parks. Most 
parks have a variety of special 
events lined up for the day! 
Sign up for your chance to win a 
one-night cabin stay! Learn more 
and view activities at 
ksoutdoors.com/state-parks 

Safari Film Fest2014 

April 25-26, Chanute 

Live the Adventure! 

Celebrate explorers Martin & Osa 

Johnson with feature films, 

matinees, documentaries,and 

family activities including a 

Museum Open House. 

(620) 431-2730, safarimuseum.com 

Get your State Parks Passport 

Save $10 on an annual State Park 
Permit when you register your 
vehicle in Kansas and gain access 
to recreational 
J^HjBm opportunities at all 
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XSP*^ Park permits are 
also available at all park offices. 
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"K-State: An Alphabet Journey Across Campus," created by Debbie Mercer, dean of the College of Education, and Lotta Larson, associate professor of curriculum and instruc- 
tion, takes the reader on a visual journey across the K-State campus and student life, categorizing images by themes starting with each representative letter of the alphabet. 



ucation. 

"I honestly think that is 
part of why people have been 
so extremely helpful, because 
we made that clear from the 
very beginning - that the goal 
was not for us to make any 
money, but we just wanted a 
way to give back to the stu- 
dents," Larson said, "I think 
people are really prone to 
helping out when you do that." 

K-State pride 

Both Larson and Mer- 
cer have unique experienc- 
es at K-State, which include 
earning eight degrees collec- 
tively between them. During 
their time as undergraduates, 
graduate students, doctoral 
candidates and currently as 
an administrator and faculty 
member, they each said they 
developed a strong connection 
to K-State. 

"We have so many things 
in which we take a great deal 
of pride," Mercer said, "So 
many people come to K-State 
and really become immersed 
in our family culture." 

Group effort 

Many people took part in 
the creation and production of 
the alphabet book. Undergrad- 
uate students from Kappa Del- 
ta Pi education honor society 
and graduate students in the 
reading specialist program, 
both in the College of Educa- 
tion, contributed ideas for the 
book's content. Colleagues of 
Larson and Mercer provided 



suggestions, as well as other 
various K-State students and 
faculty members. 

"We started out by meet- 
ing with different groups 
of students, both graduate 
and undergraduate student 
groups," Larson said. "We 
literally gave them the blank 
alphabet. We said fill it out 
(with) anything you'd associ- 
ate with K-State." 

And so it began. 

"We got so many different 
words and different ideas we 
would never have thought of," 
Larson said. 

The suggestions helped 
give Larson and Mercer direc- 
tion for the book. Each page 
hosts a poem focused on each 



letter's connection to K-State, 
which allows the book to cov- 
er the breadth of campus in- 
stead of just one attribute per 
page. 

Staff at K-State's univer- 
sity photography services; 
Fred Bradley, professor of 
special education and counsel- 
ing; Mary Hammel, associate 
director of the Catalyst Tech- 
nology, Media and Creative 
Services Center in the college 
of education; and Kevin Ro- 
bel, owner of Robel Graphics 
in Manhattan, all assisted in 
the production. 

"It's been truly a collabo- 
rative effort," Larson said. 

Pictures were placed on 
the page with watermarked 



words set in the background. 
Twenty-six stanzas were com- 
posed in celebration of the 
university's heritage. This 
came together to form Larson 
and Mercer's vision - to share 
the layers of the K-State with 
family. 

'Rather successful' 
On the carefully craft- 
ed pages, couplets convey 
K-State's unique traditions 
and commitment to excel- 
lence. 

"It's been rather success- 
ful," Steve Levin, general 
manager of Varney's Book 
Store, said. 

He said the book is a pop- 
ular item when people come 
to town for athletic events and 



other special events with their 
families. 

There is a historical com- 
ponent that allows stories to 
be shared across generations, 
Larson said. It is not age-spe- 
cific; the idea was for families 
to read and share it together. 

Sharing the book with 
their own families made the 
whole project more meaning- 
ful for Larson and Mercer. 

"It was a labor of love, but 
it was such a fun one," Mercer 
said. 

The books are available 
for $20 in Mercer's office, lo- 
cated in Bluemont 006, as well 
as the K-State Campus Store 
in the K-State Student Union 
and Varney's in Aggieville. 
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Open House Edition: April 4th 




SHOWCASE JEWELERS | (785)539-4422 | Manhattan, KS 66S02] www.showcasejewelers.net 



Accelerated Course Options 




Intersession 

Move ahead in your program with a three-week 
on-campus or online class between standard 
university semesters. 

May Intersession: May 1 9-June 6, 201 4 
August Intersession: Aug. 4-22, 2014 

May/August Intersession is part of the summer 2014 semester. 



Evening College 

Fit more into your schedule with eight-week or 
16-week classes held on campus between 5:30 
and 10:30 p.m. 

Summer 201 4 courses begin: June 9, 201 4 

Fall 2014 courses begin: Aug. 25 and Oct. 16, 2014 




um 

"i .ft 



Online 

Stay on track to finish your degree with online 
classes offered in accelerated eight-week and 
regular 16-week schedules. 

Summer 201 4 courses begin: June 9, 201 4 

Fall 2014 courses begin: Aug. 25 and Oct. 20, 2014 



® i 



ENROLL NOW at: isis.k-state.edu 



Kansas State 

UNIVERSITY 




We've got the /Stories you've got to read. I J 

\The Royal Purple yearbook is available in Kedzie 103. Stop by or call 785-532-6555. 
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BASEBALL 



Kivett hits for cycle, K-State blows away Nebraska 12-6 




By John Zetmeir 
the collegian 



The K-State Wildcats were 
excited when the 2013 Big 
12 player of the year Ross 
Kivett announced that he was going 
to pass up an opportunity to begin 
playing professional baseball to 
come back for his senior year. His 
reason for staying became clear 
Wednesday night when he became 
the first Wildcat since 1997 to hit for 
the cycle as the Wildcats routed the 
Nebraska Cornhuskers 12-6. 

"I honestly didn't start thinking 
it until after the double," Kivett said. 
"When I hit the double I was like, 'I 
think I got a really good chance of 
hitting a cycle today.' First time in 
22 years I got to say that I did that." 

The Wildcats had the bats go- 
ing early and often on a rainy, windy 
day at Tointon Family Stadium. 
After scoring two runs in the first 
inning to start off the game, which 
included a home run by Kivett, 
K-State scored six runs in the bot- 
tom of the second inning and it was 
all K-State from that point on. 

Emily DeShazer | the collegian 

Senior outfielder Ross Kivett rounds 
third base after hitting a homerun to 
open the offense for K-State against 
Nebraska. The Wildcats won 12-6. 



"Yeah (Kivett) is pretty good, 
he's a pretty special player," head 
coach Brad Hill said. "It was a spe- 
cial night for him obviously. He got 
us off to a great start offensively. 
We had a great offensive approach 
tonight, we really did. I was really 
proud of what we did tonight." 

The Wildcats dominated the 
Cornhuskers in many facets of the 
game, one of them that was pret- 
ty obvious was pitching. Redshirt 
freshman Colton Kalmus pitched a 
solid five innings for the Wildcats 
on the day. Kalmus only allowed 
one earned run on the day and struck 
out three batters. He is now 2-1 on 
the season. 

"Great start," Hill said of Kal- 
mus. "(He is) a pitcher, a young 
guy. I mean he's got about three 
starts. A redshirt freshman to go out 
there with the wind howling 35-40 
(MPH). Like I said, I thought he just 
did a really good job for us and com- 
manded what he was doing. Com- 
posure, toughness all of those things 
came into play tonight with him." 

Kivett finished the game 4-5 
from the plate with three RBIs to 
go with his cycle. Another Wildcat 
that stepped up in a big way was se- 
nior catcher Blair DeBord who went 
3-5 from the plate and drove in two 
runs. DeBord was only batting .098 
coming into the game. 



It was certainly a special night 
for Kivett, who made the tough de- 
cision entering the season to return 
to school for an opportunity at an- 
other special season in purple. Early 
on in the day, when Kivett tweeted 
out that it was a good day to hit, he 
wasn't joking. By the bottom of the 
third inning, Kivett had his home 
run, triple and double. He said he 
knew the whole time what he need- 
ed to complete the cycle. Although 
Kivett said he knew he had the op- 
portunity for the cycle, he would not 
have turned down the opportunity 
for extra bases. 

"No shot, you got to take the 
bases," Kivett said when asked if he 
would have stopped at first base just 
for the cycle. "This game is a cruel 
karma game and the game will play 
you back if you don't do it. I would 
have taken as many bags as they 
would have let me." 

The win on Wednesday pushed 
the Wildcats record to 15-9 on the 
season, they are 14-2 in their last 
16 games. K-State will now hit 
the road for four games starting on 
Friday where they will travel north 
to take on the Creighton Bluejays. 
After that they will take on Nebras- 
ka-Omaha before returning back to 
Tointon Family Stadium to take on 
their in-state rival Kansas next Fri- 
day. 



Women's basketball 



Mittie leading team, K-State fans into 'new era of women's basketball' 



By John Zetmeir 
the collegian 



For the past 18 seasons, 
former head coach Deb Pat- 
terson commanded the side- 
lines for the K-State women's 
basketball squad. However, 
Patterson was let go a little 
over two weeks ago when the 
athletic department decided 
to go in a different direction 
moving forward. 

On Tuesday afternoon at 
the new West Stadium Center 
of Bill Snyder Family Stadi- 
um, Athletic Director John 
Currie introduced Jeff Mittie 
as the man who will be lead- 
ing the Wildcats into a new 
era of women's basketball. 

The idea of a new era of 
K-State women's hoops has 



some K-State fans excited. 

"New era for K-State, 
starting off new again," John 
Pence, Manhattan resident 
and K-State fan, said. 

Around 100 fans made 
the trip up to the club level of 
the center to watch Mittie's 
introduction. K-State Athlet- 
ics decided to make the press 
conference open to the pub- 
lic, so purple clad fans lined 
the room as they listened to 
Currie and Mittie speak. At 
the end of the press confer- 
ence, fans were able to meet 
Mittie. 

"Excitement for a new 
coach," Steve Hall, Man- 
hattan resident and K-State 
fan, said about why he came 
out to meet the new coach. 
"Looking forward to next 
season and how things come 



together with the new admin- 
istration of the team." 

Though Mittie will be 
the new head coach, there 
will still be some familiar 
faces on the sideline. Assis- 
tant coaches Claire Coggins 
and Tasha Dickey are the 
first two members of Mittie's 
new staff. Mittie said that he 
reached out to former assis- 
tant coach Shalee Lehning 
about being on his staff, but 
she declined. 

"That was one of my 
first phone calls; I recruited 
Shalee," Mittie said. "I know 
how important she is to Kan- 
sas State women's basketball. 
Shalee feels like she is going 
to go and maybe do some dif- 
ferent things. We had a good 
conversation. I told her to 
come back any time." 




Parker Robb | the collegian 

Newly-introduced women's basketball coach Jeff Mittie jokes and 
laughs with K-State fans at his introductory press conference Tues- 
day in the West Stadium Center of Bill Snyder Family Stadium. 



For many of the players, 
it was tough to see Lehning 
go. Freshman guard Leticia 



Romero, who was the Wild- 
cats leading scorer in her first 
year, admitted that it will be 



tough to not have Lehning 
around. 

"I'm not going to lie, 
(Lehning) was one of the rea- 
sons I came here to K-State," 
Romero said. 

As of right now, there has 
not been any word on wheth- 
er any of the current K-State 
players will transfer or leave 
school. They bond between 
the teammates appears to be 
strong enough to withstand a 
coaching change. 

"I came for the coaches, 
but when I met my teammates 
here," Romero said. "I'm 
so happy with them, we are 
a family. When it happened, 
everything crosses your mind 
with a new coach. You don't 
know anything, so there's a 
lot of uncertainty, but I want- 
ed to wait and see." 



Men's basketball 



NCAA Predictions: Sweet 16 Picks 




Tate Steinlace 
the collegi an 



No. 10 Stanford vs. No. 11 
Dayton 

Statistically speaking, 
these two teams are about as 
even of a matchup as one can 
be. Don't be fooled, howev- 
er, as Dayton and Stanford are 
marginally different from one 
another in how they find suc- 
cess. Dayton is a perimeter-ori- 
ented team that tends to use its 
athleticism to run up and down 
the court. Stanford, on the oth- 
er hand, is comprised of big, 
physical players that use their 
length to disrupt teams. 

The key to Thursday's 
game will be whether or not 
Dayton's shooters can get 
open and find the bottom of the 
bucket consistently. If they can- 
not, expect the size of Stanford 
to be too much for Dayton's 
Elite Eight hopes. 

Prediction: Stanford 75, 
Dayton 67 




No. 1 1 Tennessee vs. No. 2 
Michigan 

On paper, Tennessee can 
be compared to Michigan's last 
opponent of Texas. They're big 



and they like to show it. How- 
ever, this Tennessee group has 
the height up front with three 
6-foot-6-inch guards, who can 
play tenacious perimeter de- 
fense to stop the hot, streaky 
shooters of Michigan, unlike 
the Longhorns last weekend. 

However, Michigan has 
the experience and the consis- 
tency of all five starters to slip 
by Tennessee Friday en route to 
the Elite Eight. 

Prediction: Michigan 74, 
Tennessee 71 



MICHIGAN 




John Zetmeir 
the collegian 



No. 2 Wisconsin vs. No. 6 
Baylor 

At one point early in the 
season, the Baylor Bears were 
a top- 10 team in the coun- 
try. Then they fell off, losing 
eight of 10 games in the mid- 
dle of their season. Senior 
guard Brady Heslip then hit a 
3-pointer at the buzzer to push 
the Baylor vs. K-State game 
into overtime. After that, their 
season took a 180. Since that 
2-8 stretch, the Bears are 12-2, 
including two really impressive 
wins so far in the NCAA tour- 
nament which includes a total 
dismantling of the Creighton 
Blue lays. 



Wisconsin has been the 
more consistent team this sea- 
son, playing in a strong Big 
Ten conference. Baylor just 
seems to be the hotter team at 
this point. Baylor's coach Scott 
Drew has taken the Bears to the 
Elite Eight twice in the past five 
seasons, and with senior Cory 
lefferson and sophomore Isaiah 
Austin anchoring their strong 
zone defense, the Bears will 
advance. 

Prediction: Baylor 68, 
Wisconsin 59 



% 



No. 4 Louisville vs. No. 8 
Kentucky 

Both of these teams seem 
to be under-seeded for the level 
of basketball they are playing 
at this point in the season. Not 
only is this an intriguing match- 
up from a talent stand point, but 
the in-state rivalry between the 
two schools is one of the best 
in college hoops. When the two 
played each other early on in 
the season, the Wildcats walked 
away with the victory. Howev- 
er, a lot has changed since then. 

The Cardinals are the de- 
fending national champions 
and have been in this situation 
before. However, Kentucky 
who was the preseason No. 1 
team in the country, are finally 
playing up to all the hype. I like 
the blue team from the state of 
Kentucky for this one. 

Prediction: Kentucky 77, 
Louisville 72 





Austin Earl 
the collegian 



No. 1 Florida vs. No. 4 UCLA 

The No. 1-seeded Gators 
will come out on top against 
No. 4-seeded Bruins. Florida 
is a great team. They allow the 
third least amount of points 
per game in the country. They 
have only lost two games this 
season. 

The Bruins have proven 
they can play with good teams 
and beat Arizona this season. 
Offensively they are great, 12th 
in points per game. But they 
allow 70.1 points per game, 
which is 179th in the country. 
Florida can play on both ends 
of the court. 



Prediction: 
UCLA 71 



Florida 79, 




No. 4 Michigan State vs. No. 
1 Virginia 

Virginia plays great de- 
fense, just like Florida. They 
have had a great season, win- 
ning the ACC regular season 
title and the ACC Tournament. 
But their offense gets them in 
trouble at times. They only 
managed to score 38 points in 
a game against Wisconsin early 
in the season. 

Michigan State scored 
83 points in their most recent 
game against Wisconsin. The 
Spartans are finally putting it 
all together at the perfect time. 
They are not elite on either side 
of the court, but they do enough 
to win games. They have a lot 
of talent and great coaching. I 
peg the Spartans to win in a de- 
fensive battle. 

Prediction: Michigan State 
58, Virginia 54 




Emilio Rivera 
the collegian 



No. 1 Arizona vs. No. 4 San 
Diego State 

At the top of the West re- 
gion, No. 1 Arizona faces off 
against No. 4 San Diego State. 



Both teams were upset as No. 1 
seeds in their conference tour- 
naments and have had a good 
showing in the first two rounds 
of the tournament. 

This game features elite 
defenses, with both teams hav- 
ing top-five scoring defenses. 
Look for a low scoring game, 
with the Wildcats pulling it out 
in the end because of their skills 
on the boards allowing them to 
get second opportunities. 

Prediction: Arizona 64, San 
Diego State 61 




No. 3 Iowa State vs. No. 7 
Connecticut 

At the bottom of the East 
region, the Big 12 champion 
No. 3 Iowa State goes against 
No. 7 Connecticut. The Cy- 
clones will face the Huskies 
without their star sophomore 
guard, Georges Niang. 

They will have to rely on 
Big 12 player of the year, senior 
forward Melvin Ejim, to spark 
their team against the Huskies 
star guard Shabazz Napier, who 
averages 17.8 points per game. 

Look for a high scoring 
game, with Ejim and the Cy- 
clones being able to shut down 
Napier and the Huskies. 



Prediction: Iowa 
Connecticut 76 



State 83, 
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Plane coverage overblown, overshadowed other world events 




Mike Stanton 
the cqllectan 



Unless you spent your 
spring break under a rock, you're 
probably very familiar with the 
disappearance of Malaysia Airlines 
Flight 370. 

It's been called "the greatest 
aviation mystery of all time," and 
with good reason. It's certainly 
not everyday that a Boeing 777 
vanishes into thin air. Hundreds of 
people have been missing since the 
jet appeared to drop off the face of 
the earth on March 8, leaving the 
rest of us to wonder what the heck 
happened. 

On Monday, the Malaysian 
Prime Minister Najib Razak an- 
nounced that satellite data showed 
the plane "ended in the southern 
Indian Ocean," seemingly bringing 
a tragic, but anticlimactic, end to 
weeks of speculation. The major 
driving force behind the rampant 
"what ifs," of course, was the 
international media. Despite a 
considerable lack of facts and new 
information, the talking heads of 
cable news went on for hours about 
the case. 

On the one hand, you can't 
really blame them. After all, it was 
an incredibly intriguing story. It 
seemed like something out of a 
Tom Clancy novel: a massive jet 
liner, gone without a trace; pilots 
with questionable backgrounds; 
and evidence of tampering with 
tracking devices. People were 
fascinated by this, and wanted to 
know more about it, the little there 
was to be known. To a certain ex- 
tent, networks have to give viewers 




Illustration by Gannon Huiting 



what they want. I get that. 

However, the coverage went 
too far in a couple of ways. With so 
much desire for information and so 
few concrete facts, speculation was 
a given and got out of hand. The 
networks that millions of Amer- 
icans trust for news entertained 
some pretty outlandish theories. 
Many argued that the plane could 
have been landed in locations like 
the Andaman Islands, Kazakhstan, 
or Pakistan, where it would be 
stored and later used as a weapon 
in a terrorist attack. Others claimed 
the plane could have flown to an 
altitude high enough to kill the 
passengers on board by decom- 
pression. Some said a fire could 



have brought the plane down. One 
blogger even wrote that the plane 
could have closely tailed a Singa- 
pore Airlines flight that was in the 
vicinity to avoid radar detection. 

We still don't know exactly 
what happened to the plane, and 
we'll likely never know the full 
story, but the statement from 
Malaysia's prime minister pretty 
clearly debunked a lot of those 
theories. Hopefully, media outlets 
learned their lesson and will stick 
to the facts on the story from this 
point forward, but I'm not holding 
my breath. 

The biggest issue I have with 
the relentless coverage of the flight 
disappearance is that it took prece- 



dence over other unfolding stories 
that are just as, if not more, import- 
ant. Just last week, Russia annexed 
the Crimea region of Ukraine after 
holding a referendum that the 
rest of the free world, including 
Ukraine, refuses to recognize. 
Although networks covered the 
escalating tensions in Ukraine for 
months, they were distracted when 
the situation reached a crescendo. 

The story of MH370 is full of 
tragedy. Hundreds of passengers 
died, and their family members had 
to deal with the emotional torture 
of not knowing where their loved 
ones were or if they were still 
alive. Major news outlets should 
have been much more professional 



with their handling of the story. 
Had they simply reported the 
facts and moved on to a different 
story, not only would they have 
saved themselves a great deal of 
embarrassment, they'd have done 
a more thorough and complete job 
covering global news. 

The views and opinions ex- 
pressed in this column are those of 
the author and do not necessarily 
reflect the official policy or position 
of The Collegian. 

Mike Stanton is a sopho- 
more in mass communications. 
Please send comments to opin- 
ion@kstatecollegian.com. 



E-cigarettes prove to be no better than regular cigarettes in some aspects 




Jakki Forester 
th e collegian 



There are different types 
of smokers in this world. Most 
people know at least one person 
who currently smokes or used 
to smoke. People who smoke 
can often be categorized into a 
few groups. 

Some are low-key and 
don't lead on that they smoke. 
On the flip side, there are some 
tobacco smokers who smell like 
they bathe in cigarettes. 

Then there are others who 
don't smoke tobacco cigarettes, 
but smoke e-cigarettes in an at- 
tempt to quit smoking tobacco. 



Many e-cigarette smokers use 
this nontraditional equipment 
because they hang out with 
people who smoke tobacco 
cigarettes and want something 
to do while others are smoking. 

Perhaps one of the things 
that all of these people struggle 
with are the facts and miscon- 
ceptions of smoking. First and 
foremost, anyone who says all 
e-cigarettes are not addictive is 
lying to themselves and others. 
Though there are some flavors 
that do not contain nicotine, the 
second listed ingredient (mean- 
ing the second most prominent 
ingredient in most e-cigarette 
flavors) is nicotine. Nicotine 
is the same addictive chemical 
found in tobacco cigarettes that 
cause some to endlessly chain- 
smoke in hopes of satisfying 
their cravings. 

According to researchers 
at the University of California, 
San Francisco, based on the 
results of a survey conducted 
in November 201 1 and again 



in November 2012 of 950 
smokers, those who start- 
ed off smoking e-cigarettes 
were no more likely to quit 
smoking than those who were 
tobacco smokers and switched 
to e-cigarettes or those who 
just smoked regular tobacco 
cigarettes. 

This shows that the origi- 
nal intention of e-cigarettes has 
faded, as research shows that 
smoking e-cigarettes are just as 
addictive as tobacco cigarettes. 
The allure of smoking e-ciga- 
rettes in the hopes of quitting 
smoking is being researched to 
be proven otherwise, and the 
most recent research shows 
e-cigarettes do not encourage 
discontinued use of tobacco. 

What's worse, e-cigarettes 
are also attracting younger 
audiences to the product. Ac- 
cording to a Centers for Disease 
Control and Prevention press 
release from Sept. 5, 2013 that 
cited a National Youth Tobacco 
Survey from the same date, 



"the percentage of high school 
students who reported ever us- 
ing an e-cigarette rose from 4.7 
percent in 201 1 to 10.0 percent 
in 2012. In the same time peri- 
od, high school students using 
e-cigarettes within the past 30 
days rose from 1 .5 percent to 
2.8 percent. Use also doubled 
among middle school students." 

This behavior is scary 
above all else. But it almost 
seems this behavior is being 
encouraged when e-cigarette 
flavors are attractive to people 
under the age of 18. 

When e-cigarettes are 
advertised to having flavors like 
Skittles, Mountain Dew, sugar 
cookie and gummy bears, what 
is discouraging young children 
from trying these things? The 
correct answer is nothing. 
When these e-cigarettes are 
getting into the hands of young 
people, it is creating a new 
breed of younger and younger 
nicotine addicts who aren't 
even aware of it. 



According to an NPR 
story by Jenny Lei Bolario 
from Feb. 17, students in high 
schools and middle schools are 
smoking e-cigarettes in schools 
and purchasing their devices 
legally. Many states don't have 
set age limits on those who can 
purchase e-cigarettes and there 
is no federal age restriction, 
so children can easily turn to 
the Internet to purchase the 
devices. 

Additionally, due to the 
lack of any real legal restric- 
tions on e-cigarettes, many 
who want to take a electronic 
drag can get away with doing 
so indoors, including in clubs, 
restaurants, bars and even class- 
rooms. There are few things 
less annoying than a student 
smoking an e-cigarette while in 
a classroom. 

As the research continues 
to surface about e-cigarettes, it 
doesn't make for a very promis- 
ing future. At best, it looks grim 
as this movement of e-ciga- 



rettes is recruiting an army of 
younger and younger soldiers 
addicted to its poison. Howev- 
er, what needs to be considered 
are the individual choices we 
all make. If you choose to start 
smoking tobacco cigarettes or 
e-cigarettes, just know how 
damaging both are. 

Keep these things in mind 
the next time you consider 
starting or switching to smoke 
e-cigarettes. 

Keep these things in mind 
the next time you consider 
starting or switching to smoke 
e-cigarettes. 

The views and opinions ex- 
pressed in this column are those 
of the author and do not neces- 
sarily reflect the official policy or 
position of The Collegian. 

Jakki Forester is a junior 
in journalism and American 
ethnic studies. Please send 
all comments to opinion© 
kstatecollegian.com. 
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FOURUM. 

785-260-0207 

The Fourum is a quirky view of 
campus life in voices from the K-State 
community. Positive and humorous 
comments are selected for publica- 
tion by the Collegian marketing staff. 

It would be nice if The Collegian 
would actually commit to a con- 
stant layout. I'm lost. 

(Insert a yo mamma joke here) 



Liberal media behind the entire 
Malaysia airline conspiracy ... 

PEANUT BUTTER JELLYTIME 



Sewing makes me feel domestic. 
Who wants a sandwich? 



Engineering is a college, not a 
department. 



Phase IV: Adding 1 07k to 272k sq ft 
does not "almost double" the size. 
It's an increase of 40 percent. 

Does the Fourum accept pictures? 
Because I think The Collegian 
could really use a few photos of 
my cats. 

No Fourum in the paper today? 
Talk about ruining your day. 



You post an ad about the cross- 
word ALWAYS being in the paper 
on page 2, but you leave out the 
cryptoquip? Why do you do these 
things Collegian? 



/ am that person that will give 
judging looks if you are taking no- 
ticeable selfies for snapchat or a 
social media site in public places. 




221 5 College Ave. 
Manhattan, KS 66502 
Ph. 888.630.2764 
Fax 785.539.0523 



2 and 4 BR Furnished Apartments 



I want to thank those students 
who are learning to become 
Veterinarians and Vet Techs for 
taking care of our animal children. 

0 

To submit your Fourum contribu- 
tion, call or text 785-260-0207 or 
email thefourum@kstatecolleg/an. 
com. Your e-mail address or phone 
number is logged but not published. 



Street Talk 






Angelica Jacobs 

FRESHMAN, 
APPAREL TEXTILE MARKETING 



Brooke Janssen 

FRESHMAN, 
ELEMENTARY EDUCATION 



Q: "What TV show have you been binging on lately?" 

mm 




Claudia Tedoni 

FRESHMAN, 
OPEN OPTION 




LiOLT JjROADIE 

[Freshman, 
construction science 




Frank Sandoval 

FRESHMAN, 
CONSTRUCTION SCIENCE 



'"One Tree Hill.'" 



"I am currently not watching 
any TV, but I'm watching a 
lot of movies. The last one I 
watched was 'Wolf of Wall 
Street.'" 



'House of Cards. 



'"The Walking Dead. 



'I just finished 'Breaking Bad, 
I haven't started a new one." 



I 
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RADINA'S 

CO Week ouse & roastery 

Local \^~^\ 
Tastes 3 & J| 
B ett er ~%ffi§t - — 



Find us on 
Twitter and Faccnook 
for weekly contests r 
and more! F 

616 N. 2809 Leadership 
Manhattan Ciaflin Studies 
Ave. Rd KSU 



jave 

15% 



Restaurant 



with this COuponl , At Colbert Hills Golf Course 





Imaginative & Well Designed 
HANDMADE 

GLASS 

(Plus great jewelry & other fun stuff) 




Karg Ait Glass • Baijan Glass 

Rosetree Glass Studio 
Joyce Furney's Raku Pottery 
• Regional to International • 



GLASS IMPRESSIONS 
Tuesday-Friday 1 1-6, Saturday 10-5 
329 Poyntz Ave • Downtown Manhattan • 785-539-4610 



Special Coupon Offer! 

Your ticket to a great new look! 





$8 off of $50!* 

"Any service or product 
wttti student ID 



785.776.9100 sheardynamlcs.net 
12th and Laramie In Aggieville 
Expires April 15, 201 4 - discounts cannot be comblt 




iblned 



GOOD MOVIES FOR 
A GREAT PRICE AT 

Manhattan's ONLY local 
movie rental store 




706 N. 11th 
785-776-6959 



BLUESTEM BISTRO 

Locally owned and operated since 1993. 

• pizza • pasta • salads • 
sandwiches • coffee • pastries 




LE&T THi GOOD L2F1 

1219 Moro 785.587.8888 
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^a nnattan Arts c »n+ u 





tfala Concert 



/Hatch 29 7:30ffM 

Generously sponsored by 

Jack and Peggy Flouer 
Little Apple Toyota Honda 



1520 Poyntz *www.manhattanarts.org* 785 537-4420 




Mobile banking anytime, 
anywhere with CashFlo™ 



On the go 

with you 



Ak-state 
CREDIT UNION 




YOUR COMMUNITY CREDIT UNION 



2006 Anderson Avenue • 1 455 Anderson Avenue 
ph. 785.776.3003 • ksucreditunion.com 



POWERCAT 

SPORTS GRILL 

Corner of Seth Child & Anderson 

3011 Anderson Ave. 
785. 320.4662 - 11am-12am Daily 




HAPPY HOUR 

Come in Monday - Friday 3:00-6:00pm 

1/2 Price Appetizers 
$S Domestic Pints 
*H Wells 
$1 Busch Light & PBR Cans 



Keep spending dollars within local community 



By Jeff Koenig 
co-owenr, big poppi 
bicycle co. 



As this fifth series of "Think 
Local" begins, I was thinking of 
a recent meeting with officials 
of our local Chamber of Com- 
merce and others. We spend a 
lot of time in our Small Business 
Council talking about initiatives 
we could implement to educate 
people about the benefits of do- 
ing business with locally owned 
companies. The question we 
have been asking ourselves, 
though, is, "are enough of our lo- 
cal businesses worthy of a public 
call-to-action to support them?" 

Four additional authors this 
semester are going to offer well- 
defined reasons for consumers 
to keep their spending dollars 
in the community, and particu- 
larly with locally owned small 
businesses. These reasons will 
be practical, not philosophical. 
They will always directly benefit 
consumers in the longterm. Yet, 
those of us tackling this topic 
must, if we are honest, face the 
fact that any consumer decision 
is chiefly motivated by whether 
or not that consumer is perceiv- 
ing their best total value in that 
moment, and whether that value 
is instantly recognizable. 

Meaning, local small busi- 
nesses need to be sure that they 
really are delivering the best 
value as a local resource for the 
products and services they offer. 

This cannot be presumptu- 
ously assumed "yes." If you live 
in Manhattan and buy anything, 
ride along vicariously as I chal- 
lenge my local business owners, 



myself included, with earning 
and deserving your decisions to 
spend with us. 

There is no profit in hiding 
from the fact that information 
technology has made it easier 
for anyone in the world to sell to 
anyone else in the world. 

People increasingly buy 
without boundaries, from simple 
consumer goods to complex, 
multi-million dollar, multi-year 
manufacturing or construction 
projects. At the end of the day, 
the one doing the spending will 
always desire the best result for 
the lowest possible price - as 
they always have and always 
should. This is the cornerstone 
for free marketplaces that maxi- 
mizes innovation and gives 
people the greatest amount of 
self-determination in their finan- 
cial lives. 

Different types of sellers 
have different natural advantag- 
es. Internet sellers cut the most 
labor expenses out of their busi- 
ness models and essentially bro- 
ker transactions between provid- 
ers and users for a cut-rate price. 
Big box chains aggregate real 
estate and reduce some labor ex- 
penses, leaving shoppers largely 
on their own with purchasing 
decisions in exchange for a dis- 
count. Large companies offer 
scale and sometimes specialty 
expertise across broad geograph- 
ical areas that often cannot float a 
smaller company serving a more 
focused geographical footprint. 

But small, locally owned 
business have some natural ad- 
vantages, too. These include re- 
peated face-to-face interactions 
that build trust relationships, 
instant access to laser-focused 
expertise and nimble respon- 



siveness to quickly overcoming 
obstacles in pursuit of a goal. 
The direct and instantly-felt ben- 
efit of these local advantages for 
buyers is receiving the optimal 
balance between a high-quality 
solution and the fastest possible 
delivery. 

Thus, the question to lo- 
cal business owners is this: Are 
you providing consistently high- 
quality, stocking what they need 
on the shelf, and are you respon- 
sive to your customers in ways 
that out-of-town competitors 
simply cannot compete with? 

No skilled local business 
owner or manager assumes that 
they are. Anyone who assumes it 
is probably falling short, because 
those that attract andkeep the lo- 
cal population coming to them 
constantly think about and chal- 
lenge themselves with how to 
improve their value propositions 
in the face of ever-increasing 
out-of-town competition. 

Fellow business owners, 
have we recognized a fundamen- 
tal shift? Our primary competi- 
tion is no longer each other - our 
competitive threat comes from 
those we have never met, from 
suppliers we may not have even 
heard of. 

Because it is so much more 
difficult to compare ourselves to 
unknown others, we must focus 
instead on comparing who we 
are today against who we were 
yesterday. 

Every new challenge pres- 
ents a new opportunity within 
it, if we are able to discern it. I 
believe that the opportunity for 
locally owned small businesses 
today is recognizing that any- 
one who needs to buy some- 
thing (which is everyone) has 



increased pressure to get more 
done and solve problems as 
quickly as possible while mini- 
mizing premature solution fail- 
ure. 

We can work with that! 

Our natural advantage is the 
ability to provide high quality 
very quickly. 

Other types of sellers take 
more time to engage and wait for 
the result, place a higher burden 
of self-education upon the buyer, 
are less responsive throughout 
the relationship, and treat their 
customers like data in a report. 
What we need to do is to stay 
invested in our relative indus- 
tries enough to know what the 
current, best-in-class solutions 
are to the problems we solve for 
people, be ready to deliver them 
"yesterday," and hold our cus- 
tomers' hands through the pro- 
cess, treating them like we want 
to be treated. 

Am we confident we are 
already there? Unfortunately, 
not so much. Many of us have 
dropped the ball and are focused 
on the wrong problems. Two 
things are still true and will never 
stop being true: 

1. If we build it, meaning 
that we advertise and quickly 
deliver high quality, "they" will 
come. 

2. we get what we pay for, 
meaning people will pay us the 
higher price that it costs us to 
quickly deliver uniquely high- 
quality solutions. 

So to my fellow small busi- 
ness owners, take stock today. If 
we ask consumers to re-evaluate 
where they spend their dollars, 
what do we still need to clean up 
in our own house to prove them 
right for choosing us? 




KSU Meat Sale 




m. 103 • Weber Hall * 



roast, steak, ground beef, 
bratwurst 

pork chops, pork steaks, 
sausage, 

ground pork, bacon 



chops, roast, ground lamb 




University. 532-1279 
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Pass Gas 

(pumps). 

Riding a bike can save you time and money. 



Think Local, 
Ride Happy 



• I 126 Moro St. • 785.537.3737 • 
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S^i tavern 



Every 
Tuesday 
at 6pm! 

Jackpot of 
up to $400! 

Food and Drink 
Specials Daily 



1 344 Westloop PI. • 785.320.7377 
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10 pw\ - 12 ah 

Enjoy some of Coco Bolos long time favorites along with a 
few new Tapas items, that will soon be must haves! 



ALT. ED BOARD 

What is your favorite local business? 



Olson's Birkenstock 

1214B Moro • Aggieville • 539.8571 



Emily DeShazer 

editor-in-chief 



Jena Sauber 

managing editor 



Erin Poppe 

managing copy chief 



Iris LoCoco 

design editor 





Varsity. Can't 
beat that mac 
and cheese grilled 
cheese. 



Parker Robb 

co-photo editor 



The Chef. The 
whole atmosphere 
is great. 



Hibachi Hut. It was 
my dad's favorite 
when he attended 
K-State too. 



The Dusty Bookshelf. 
They have a cat. 



Lindsey Staab 

campus news editor 



John Zetmeir 

sports editor 



Hannah Hunsinger 

co-photo editor 





Auntie Mae's Parlor, 

because of it's 
history and unique 
atmosphere. 



My favorite local 
business is the 
Varsity truck. 



The Little Grill 
because it has 
great food. 



ana 

LOCALLY OWNED AND OPERATED 
SINCE 1993 
All your copy needs! 

• copy prints • printing from flashdrive 

• digital & print design • quality papers 

• binding & lamination • report printing & binding 



1814 Ciaflin Road, Manhattan, KS 66502 

ivapi ««• www.claflinbooks.com 

\" 03J ##0"0## I www.claflincopies.com 
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With this ad- 
Si 0 Off! ANYiteminourstore! 

311 Poyntz Ave -Your Downtown Manhattan 
785-776-6612 m 

Not valid w/ any other ottar. Explraa April 2. 2014 * 




Manhattan's Leading Menswear Store 

Break the Chain Habit 



A 



Shop Local First! 



Interview Suits 
Buy Local 

FREE 
Alterations 



785-537-8636 / 888-642-7848 wwHlndmroteuom SefcCHd Commons 
Across from Ptaem Bread M-F9:30-6...Sst9:30-5..Sun 1-5 




Manhattan's Yiomegrown Gvfl Shop! 

A g^j^EVW reason ...arui EVERY season! jt 

KSU. Gifts and Apparel 
Kansas Made Gtfts & Food Hems 

Military Theme Gifts 
"Little Apple" &Manna±t«ri Gifts 
Kansas Themed Gifts Sc. Souvenirs 
T-Shirts * Souvenirs • Wizard of Oz 

Manhattan Town Center Mall 

Or visit ua any time at ww.kflnwisknnfyHnTi.com 
A Streeter Family Business...^ 



Uncomfortable in your own skin? 
Schedule an appointment with Advanced 
Dermatology today to take care of: 



ashes 
-Warts 
-Moles 
-Vascular 
lesions 

Fast and Easy 
Botox and Laser 
Hair Reduction 




K-SCRUBS 

Your Hometown Uniform Store 

group orders • payroll deduct • military discounts 
• gift certificates • special orders • 7,000 scrubs 

1 5% Off 

with this coupon 

Offer expires October 31st 
785-320-7244 • kscrubs.com • 321 Ft. Riley Blvd. 

L _ J 




MANHATTAN 

QT-Tf^T? T?TT*T> A TO 
oxivJJtv JtvJlfJr Alxv 



• Shoes 

• Luggage 

• Backpacks 

• Boots 



REPAIRING 

• Purses 



• Leather Coats 

• birkenstocks 

• Ball Gloves 




Hours: 8-5:30 Monday-Friday 

216 S. 4th St. 

776-1 193 Manhattan, KS 



VFW Plaza 



Unique items 
ranging from 
KSU apparel 
to repurposed 
\ furniture! 

2725 Ft. Riley Blvd 
(785) 270-9329 

r f Eclectic Charm, LLC 
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Poyntz Avenue experiencing boom of activity with new, moving businesses 




Josh Staab | the collegian 

Vehicles drive through a busy Poyntz Avenue and Fourth Street intersection on Friday, March 7. Poyntz Avenue has become a hot spot for businesses as of late. 



By Logan Falletti 
the collegian 



The Aggieville district is 
one of the traditional go-to social 
hotspots of Manhattan. However, 
some businesses and restaurants, 
including Envy and Hibachi Hut, 
have recently uprooted from Ag- 
gieville and relocated on Poyntz 
Avenue. 

Businesses owners have 
varied reasons for choosing the 
newly-restructured district over 
the bar and restaurant venues of 
Aggieville including physical up- 
dates and more diverse customer 
base. 

Poyntz makeover 

Poytnz's physical aesthetics 
may seem more attractive after 
a recent infrastructure update in 
2013 that included new pave- 
ment overlay and re-striping on 
the road, said Manhattan Depu- 
ty City Manager Jason Hilgers. 
Curbs, gutters and light poles 
were replaced on the sidewalks. 
Traffic was restructured at cor- 
ners to favor pedestrians, and 
storm drainage was improved to 
reduce ponding during storms. 

The remodel was made pos- 
sible when local business owners 
formed a "benefit district" by pri- 
vate petition to financially assist 
with city improvements in places 
adjacent to businesses. 

Envy, a clothing and acces- 
sories boutique currently locat- 
ed at 313 Poyntz Ave., was one 
business that made the transition. 
It was previously located in Ag- 
gieville between Bluestem Bistro 
and Subway. The move made it 
more accessible to shoppers of 
all ages as its closer to other re- 
tailers, like the Manhattan Town 
Center mall and other boutiques 
located in the same area, said 
Mickie McArdle, manager of 
Envy. 



"We just thought it would be 
a little more convenient for our 
customers to come to one place, 
with shopping already here," 
McArdle said. "We've seen a 
huge increase (in customers) - a 
lot more high schoolers than in 
Aggieville. They see Aggieville 
as a place for bars, and they can't 
really go down there." 

Another recent migration 
from Aggieville was by the 
restaurant Hibachi Hut, located 
at 429 Poyntz Ave. The original 
Hibachi Hut owners closed their 
location in Aggieville and leased 
the space to Fuzzy 's Taco Shop. 



Although the location and 
decor is different on Poyntz Av- 
enue, the menu is still primarily 
the same type of Cajun and Cre- 
ole food that was offered at the 
location in Aggieville. 

"The new owner is really 
into the revitalization of down- 
town, so he wanted to move 
it here," Mark Rosen, general 
manager of Hibachi Hut, said. 
"We've been really busy, a big 
increase in what we were doing." 

New businesses 

New restaurants are also 
opening in the downtown district, 



distinguishing themselves from 
what is often considered "bar 
food" available at many Aggiev- 
ille establishments. Karnivore 
Bar & BBQ, located at 105 N. 
Third St., is owned by Joe Hren. 

"One of the reasons was he 
got it for a good price," said Car- 
ol Rager, manager of Karnivore 
Bar & BBQ and Hren's moth- 
er. "He had been looking at the 
property and it had been empty 
for a long time, a good location 
and everything. We got a great 
crew, wonderful customers and 
no complaints." 



Aggieville growth, too 

On the other side of the 
equation, some businesses have 
chosen to take up shop in Ag- 
gieville. Straight Upp Creative 
Studio, located at 1223 Moro St., 
opened earlier this month and 
had a grand opening event and 
open studio on March 22. 

Dell Ann Upp, owner of 
Straight Upp, said the collabo- 
ration and artistic influences of 
Aggieville like Bluestem Bistro, 
Varsity Donuts and Acme Gift 
provide a "well-rounded" envi- 
ronment for a studio. 

Straight Upp handles 



full-service wedding and event 
planning, rentals, hosts "canvas 
and cork" painting parties with 
bar service, and offers walk-in 
pottery painting. While she said 
she thinks both districts in Man- 
hattan are great, Straight Upp 
can reach a different clientele in 
Aggieville. 

"Our market is focused on 
college students and families," 
Upp said. "We felt the location 
close to campus would be bene- 
ficial. We liked the foot traffic of 
Aggieville. What we are offering 
in products and services compli- 
ments the other services." 



Kansas, K-State, 
Manhattan area briefs 



By Karen Sarita Ingram 
the collegian 



Federal appeals court 
rules Kansas can drop 
funding of Planned 
Parenthood 

Appellate court rules Kan- 
sas can stop federal funding of 
Planned Parenthood 

The 10th U.S. Circuit 
Court of Appeals in Den- 
ver overturned a ruling that 
stopped the State of Kansas 
from cutting funds to Planned 
Parenthood on Tuesday. Sup- 
porters of Planned Parenthood 
say this move will prevent 
underprivileged people from 
getting access to birth control, 
cancer screenings and testing 
and treatment of STDs. 

Planned Parenthood re- 
ceives federal funding through 
Title X, which provides fund- 
ing to family planning and 
preventative health services. 
Kansas enacted a law effective 
July 1 , 20 1 1 that restricts Title 
X funding to hospitals, public 
health institutes and primary 
care facilities, leaving Planned 
Parenthood without funding. A 
judge temporarily blocked the 
law in October of that year 
after the American Civil Lib- 
erties Union and the ACLU 
of Kansas and Mid-Missouri 
filed a lawsuit that challenged 
the law's constitutionality. 
This was overturned after 
an appeals court panel gave 
a split 2-1 ruling in favor of 
Kansas. 

The Associated Press 
reports that this new ruling 
could be appealed to a full 
court for a hearing. 

The Tea Party News Net- 
work called the panel's ruling 
a "big win" for pro-life advo- 



cates. However, the Associat- 
ed Press points out that Title 
X funds are not used for abor- 
tions. 

The Graduate School 
announces final 
doctoral dissertations 

The final doctoral dis- 
sertation of Kristy Soloski, 
"Identifying and Predicting 
Trajectories of Binge Drinking 
from Adolescence to Young 
Adulthood," will be held 
March 31 at 11 a.m. in Justin 
Hall room 167. 

The final doctoral disser- 
tation of Rohit Babli Kamat, 
"Phytoremediation for syn- 
thetic dye decolorization," 
will be held April 3 at 1:30 
p.m. in Waters Hall room 137. 

Elderly tiger 
euthanized at Sunset 
Zoo for health reasons 

The Sunset Zoo an- 
nounced their 18-year-old 
Amur tiger was euthanized 
early Wednesday. The tiger, 
named Bob Jr., had serious 
health concerns, including se- 
vere arthritis and kidney fail- 
ure and had recently grown 
worse. 

"With Bob's age and the 
chronic diseases he was suffer- 
ing, we determined his quality 
of life had deteriorated to the 
point that euthanasia was the 
only option," said Scott Shoe- 
maker, director of the Sunset 
Zoo, in a press release. 

Bob had been a resident 
of the zoo since 2005. Amur 
tigers (also known as Siberian 
Tigers) are the largest species 
of cat in the world, according 
to National Geographic. They 
are an endangered species 
with an estimated 400-500 ti- 
gers living in the wild, mostly 
in China and Russia. 




Quality Structures, Inc. 

r vw.qualitystructures.com 
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Take ADVANTAGE 
of our 

LOWEST PRICES 

OF THE YEAR! 



Specializing in Complete Post Frame Buil 
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lete Post Frame Buildings. 



QUALITY 

3-Ply Laminated Columns 
#2 and Better Framing Lumber 
All Steel Ervlry and Garage Doors 
Rust Resistant Painted Steel Exterior 
Screw Application on Exterior Steel 



DURABILITY 

60 yr. Column Warranty 
40 yr. Slee! Warranty 
10 yr_ Entry & Garage Door Warranty 
5 yr. Workmanship Warranty 
Builders Risk Policy 



STRENGTH 

90 Mph Wind Load 
30 Lb. P S F. Truss Load 
Root And Wall Wind Bracing 
Trusses Designed for Ceiling Load 
Engineered to meet or exceed local code 



RUNWAY\ Schuh says show's restrictions made 
in consideration of event's family-oriented nature 



Continued from page 1 

"I'm upset about it," 
Levin said. "I wanted to 
have experience with de- 
signing lingerie in a compe- 
tition." 

Levin said the restric- 
tion hampers the creative 
process for her and other 
students. 

"A lot of my friends are 
disappointed," Levin said. 
"We should be allowed to 
express ourselves creative- 

iy." 

Katie Riedesel, senior 
in apparel and textiles, said 
she was also disappointed 
with the fact that although 
lingerie is not allowed in the 
runway show, students can 
show their lingerie design 
concepts in the symposium's 



exhibition. 

"One of the most con- 
troversial things about it is 
they would allow designs to 
be exhibited on paper, but 
not on someone's body," 
Riedesel said. 

Levin's lingerie designs 
are more vintage styled, Rie- 
desel said. 

"She is doing lingerie 
from a time period that is 
more conservative," Riede- 
sel said. "We're not talking 
about thongs or anything 
like that." 

Riedesel studies apparel 
marketing and said the re- 
striction has forced apparel 
design students to create a 
limited set of designs, ham- 
pering their freedom. 

"That's what everyone 
is forced to do," Riedesel 



said. "We're supposed to 
sell their work and we can't 
do that if they're being held 
back. I do think K-State has 
a good fashion design pro- 
gram, but it's little things 
like this that hold it back." 

Although the runway 
show features designs from 
K-State students, it is also 
open to high school students 
as well. Schuh said the re- 
striction on lingerie was due 
to concerns about those in 
attendance. 

"It's a family-orient- 
ed event," Schuh said. "We 
didn't want to risk showing 
something that would offend 
our audience." 

The show is designed 
to be open to everyone, said 
Barbara Anderson, associ- 
ate professor, and apparel, 



textiles and interior design 
department head. 

"We have high school 
students attending with their 
families, which may include 
small children," Anderson 
said. "This is an important 
event for current Kansas 
State University students 
and for high school students 
as well." 

Anderson said the 
broadness of the design cat- 
egories allows for students 
to come up with a variety of 
pieces. 

"They (students) can 
enter designs for swimsuit, 
evening wear and many 
other types of apparel," An- 
derson said. "There are a lot 
of categories through which 
students can display their 
creativity." 



CASA | Aggieville to 
fundraise for CASA 



Continued from page 1 

Advocacy Center, established 
in 2008, services children who 
must undergo forensic inter- 
views, usually in abuse cases. 
"We have always had all of 
those services, but we just 
wanted to make highlight of 
the fact that there are so many 
other children that are being 
served by CASA, not just the 
ones being served by the court 
system," Peirce said. 

The Blue Ribbon Kick-Off 



Event will be from noon to 1 
p.m. on April 4 on the court- 
house lawn. Sunflower CASA 
Executive Director Jayme 
Morris-Hardeman will give a 
short talk about the organiza- 
tion and refreshments will be 
served. 

To help raise funds for 
Sunflower CASA, Aggieville 
businesses will have donation 
buckets throughout the month 
of April in honor of Child 
Abuse Prevention and Aware- 
ness Month. 



TRANSIT | Manhattan 
recieves 'metropolitan' 
status due to population 



Continued from page 1 

because we became a met- 
ropolitan area," Stith said. 
"Transit is a new source of 
funding." 

Stith said the board will 
deal with allocation of funds 
to support public transit that 
ends, starts, or goes through 
the city of Manhattan, which 
is why the board is made up 



of multiple counties and cit- 
ies. 

"We are looking at pro- 
viding public transit at a re- 
gional level," Stith said. "This 
source of funds, the (Urban- 
ized Area Formula Funding 
program) 5307 funds, can be 
used for any route that's ei- 
ther within the city, or a route 
that either start or ends in the 
urbanized area." 
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Grab your copy of thecollegian at Bluestem Bistro 



FULLY INSURED 



Experience the QSI Advantage 



FREE ESTIMATES 



Position Open NOW 

Part-Time 
Business Office Assistant 

Full-time Student needed 

for remainder of semester 

and MUST be able to work 

summer and fall 2014. 
• • • • 

Stop by Kedzie 103 for more information 
or to pick up an application 
or apply online at kstatecollegian.com/apply. 

Deadline is April 4, 2014 
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NOTICE: ■ 
Roofer Registration 



Beginning July 1, 2013, roofing contractors operating 
in the State of Kansas are required by law to register 
with the Kansas Attorney General's Office. 

To register, or to view a list of registered roofing 
contractors, visit the Attorney General's website at 
www.lnYourCornerKansas.org. 





Kansas Attorney General 
Derek Schmidt 

1-800-432-2310 

Wot paid for at taxpayers' expense. 
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NEW HOME FINDER 

Let us help you choose your neighborhood. 
The symbols on the map coordinate witl 
an area of town. 



NEW HOME 

FINDER For details see map. 



■ Stadium 

# West Campus 

A Anderson/Seth Child 



0 Aggieville/Downtown 
4} East Campus 
•k Close to town 



Rent-Apt. Unfurnished Rent-Apt. Unfurnished 



Rent-Apt. Unfurnished Rent-Houses 8 Duplexes 



1010 KEARNEY two- 
bedroom apartment in 

modern complex two 
blocks east of campus. 
Quality student living, 
quiet street, large 
Lshaped kitchen, dish- 
washer, air-condition- 
ing. Sound proofed, 
well insulated, low utili- 
ties, laundry room, no 
pets, no smoking. $660, 
call 785-539-2536 or 
cell 785-770-7284. ♦ 

1200 RATONE two-bed- 
room $865. Landlord 
pays for cable and inter- 
net. Recent remodel. 
All appliances including 
washer/ dryer. No pets. 
June lease. Spring 
Break Special $100 off 
first months rent if lease 
signed by March 23. 
TNT Rentals 785-539- 
0549. ♦ 

1203 THURSTON. One 

block to campus. Two- 
bedroom apartments. 
$865-$975 All appli- 
ances including washer 
and dryer. Free cable 
and Internet. No pets. 
June lease. Spring 
Break Special $100 off 
first months rent if lease 
signed by March 23. 
TNT Rentals call 785- 
539-0549. ♦ 

1209 BERTRAND. 

Near campus. One-bed- 
room, $760. Two-bed- 
room, $970. All appli- 
ances including washer 
and dryer. Landlord 
pays trash, cable and in- 
ternet. No pets, June 
lease. Spring Break 
Special $100 off first 
months rent if lease 
signed by March 23. 
TNT Rentals call 785- 
539-0549. ♦ 



2014-2015 Apartments- 
Sign your lease before 
spring break! Three- 
bedroom duplex and 
two-bedroom apart- 
ment. Well maintained 
and an easy walk to 
campus. Check out 
your home for next year. 
www.rentkstate.com. 
785-447-0183. 

ANDERSON VILLAGE 

16th and Anderson Av- 
enue. Newly remod- 
eled walk to class one 
and two-bedroom units 
for June and August 
$605 and $900; water 
and trash paid, no gas, 
off-street parking, see 
pictures at www.wild- 
catproperty.com or 
call Wildcat Property 
Management at 785- 
537-2332. » 

APARTMENT NEAR 

campus. Central air. 
Laundry on site. No 
pets. One-bedroom 
$580. Two-bedroom 
$720. Three-bedroom 
$855-960. Four-bed- 
room $1200. 785-537- 
1746 or 785-539-1545. 

MYPRIMEPLACE.- 
COM. ONE, two, three 
and four-bedroom 

apartments. Pet 
friendly, next to KSU 
and Aggieville, all bills 
paid. Washer/ dryer in 
apartment. Granite and 
stainless steel. 785-537- 
2096. 

NOW LEASING for Au- 
gust one, two, three, 
and four-bedroom apart- 
ments. Close to cam- 
pus and Aggieville. 785- 
539-5800. www.somer- 
setmgmtco.com 

T W O - B E D R O O M , 

close to KSU campus. 
Call 785-313-7473. 



THE PAVILION Apart- 
ments at 1121 
Thurston. Now leasing. 
Two-bedroom, two-bath- 
room. Washer/ dryer, 
free internet, water and 
trash included. Close to 
KSU/ Aggieville. Call 
Marcie, 913-269-8142. ♦ 

TWO-BEDROOM lower 
level apartment. Very 
clean, close to campus, 
no pets, off-street park- 
ing. August lease, $295 
per bedroom. Call su- 
san at 785-336-1124. 
VILLAFAYPROPER- 
TIES.COM. Many units 
to choose from. 
Washer/ dryer, parking. 
Next to campus. No 
pets. 785-537-7050. 
WWW.WILKSAPTS.- 
COM pre-leasing for Au- 
gust. Landlord with com- 
passion has been rent- 
ing nice energy efficient 
apartments to fine KSU 
students for the last 26 
years. Rents average 
$325 to $375 a bed- 
room call 785-776-2102 
text only 785-317-4701. 
ONE, TWO, three, 
four, and five-bed- 
room apartments avail- 
able June 1 and August 
1. Close to campus. 
Please call 785-456- 
5329. 

ONE-BEDROOM. Very 
nice. Close to campus. 
June lease. Off-street 
parking. No pets. Call 
Susan at 785-336- 
1124. 

www.itstime2rent.com 
1530 MCCAIN two-bed- 
room $750-$765 913 
Bluemont three-bed- 
room $900-$945 central 
air diswasher laundry fa- 
cilities no pets. 785-539- 
0866 



AWESOME FIVE huge 
bedrooms, two bath- 
rooms, two kitchens 
AND two living rooms. 
1106 Pomeroy. One 
block to campus. 
Washer/ dryer, two car 
garage. August lease. 
Jeff 785-313-3976. 
Doug 785-313-5573. ♦ 

BEST HOUSES/ BEST 
LOCATIONS! 

Three to Eight Bedroom 

Homes, ALL Amenities 

Pet Friendly 

For up-to-date listings: 

RentCenterline.com 

FOUR BEDROOM Du- 
plex 925 Bluemont two 
and a half bath, fire- 
place, laundry hookups, 
walk in closets and van- 
ity sink in each room no 
pets/smoking 785-539- 
0866 

TWO-BEDROOM one 

bath basement apart- 
ment, 931 Vattier: Au- 
gust lease, $650/month 
includes water, gas and 
trash: fenced yard, pet 
friendly: 785-539-4949 ♦ 

1118 RATONE AWE- 
SOME four huge bed- 
room, two bath house 
with garage. One block 
to campus. August 
lease. Doug 785-313- 
5573. ♦ 

AVAILABLE JUNE 1st 

great location, 1521 
Hillcrest extra clean 
three-bedroom, one 
bath home. Attached 
garage, all appliances. 
No pets, no smoking, 
$870 per month plus de- 
posit. Call 785-608- 
2873. • 




Housing/Real Estate 




UNIVERSITY CROSS- 
ING two and four-bed- 
rooms, summer and fall 
leases, fully furnished, 
individual leasing. Ca- 
ble, internet, water in- 
cluded. Washer/ dryer 
in unit, 24 hour facili- 
ties, free tanning. Con- 
veniently located near 
K-State Athletics. Call 
TODAY 888-586-4487 
or visit uc.com. 




AFFORDABLE KSU liv- 
ing in two and three- 
bedroom apartments. 
Nearly new brick build- 
ing with an awesome 
amount of parking. Wa- 
her/ dryer in each unit. 
Owner will pay for KSU 
parking pass. Can't 
beat this deal. Irvine 
Real Estate 785-539- 
9800. 

APM - ONE, TWO, 
THREE AND FOUR- 
BEDROOMS AVAIL- 
ABLE. Great locations. 
Call 785-539-2300 Ext. 
201. 

alliancemhk.com 

APM - TWO-BED- 
ROOM. Great loca- 
tions. Call 785-539- 
2300 Ext. 201 . 
alliancemhk.com 

CAMPUS EAST Apart- 
ments. Now leasing for 
August 2014. One and 
two-bedroom. One 
block from KSU, small 
pets okay, pool, on-site 
laundry. firstmanage- 
mentinc.com. Office lo- 
cated 1401 College 
Ave. 785-539-5911. ■ 

CHASE MANHATTAN 
Apartments now leas- 
ing for August 5, 2014. 
Two, three, and four- 
bedroom apartments. 
Close to campus, on- 
site laundry, pool, fit- 
ness center, small pets 
ok. Firstmanage- 
mentinc.com, 1409 
Chase Place 785-776- 
3663. • 

FOUNDERS HILL 
Apartments. Now leas- 
ing for August 2014 - 
Luxury one, two, three, 
and four-bedroom apart- 
ments. Washer/ dryer, 
pool, hot tub, fitness 
center, small pets okay. 
Firstmanagementinc- 
com. 1401 College Ave. 
785-539-4600. ■ 

THREE-BEDROOM, 
two bath in newer build- 
ing. Across the street 
from city park. Washer/ 
dryer provided. No 
pets. June 1. 785-539- 
9800. 



FOUR-BEDROOM, two 
bath. Central air. Near 
campus. Laundry on 
site. 1838 Anderson. 
$1200. 785-537-1746 
or 785-539-1545.* 

GREAT LOCATION! 
Spacious three-bed- 
room, two bath, with 
washer and dryer, close 
to KSU and shopping. 
$960 per month. Call 
Irvine Real Estate at 
785-539-9800, Monday- 
Friday 9-5 or Marlene 
at 785-341-8576 any- 
time for more details. 

LEASE WITH US NOW 
for June and August. 
One, two, three, and 
four-bedroom units. 
Contact Marlene Irvine 
785-341-8576. 

NOW LEASING for 
June and August 2014. 
One-bedroom in newer 
complex. No pets/ no 
smoking policy ensures 
a clean apartment 
when you move in. 785- 
313-7473. ksurental- 
s@sbcglobal.net 

ONE-BEDROOM apart- 
ment, 1811 Piatt, June 
lease, $495 per month. 
Contact KSUF at 532- 
7569. « 

ONE-BEDROOM 
($610.00) and two-bed- 
room ($710.00) avail- 
able. No pets. Quiet 
complex. Call and com- 
pare. Plaza West Apart- 
ments 785-539-2649. 
www.plazawestapts.- 
com 

ONE-BEDROOM 
APARTMENT one and 
half blocks from cam- 
pus. Rent $500/ month. 
Rent starting June 1st, 
but available April 1st. 
Washer/ Dryer. No 
pets. Call Dave 913- 
787-6491. 

QUALITY TWO-bed- 
room at 901 Mora. All 
appliances. Most bills 
paid. No pets. $880. 
785-341-5414. 

SPACIOUS TWO- BED- 
ROOM one and one- 
half bath in well main- 
tained building. Avail- 
able June. $750. 711 N. 
Juliette. 785-341-1319. 

THREE-BEDROOM 
two bath duplex with 
two car garage. Nice lo- 
cation for Vet Student. 
Clean newer duplex 
$1200/ month August 
lease. Call/ Text/ Email 
785-632-0468 brianj®- 
pab-inc.com. 

WOODWAY APART- 
MENTS. New specials 
for immediate move in. 
Two-bedroom, two-bath- 
room, den, three-bed- 
room, two-bathroom, 
den and four-bedroom, 
two-bathroom. Specials 
starting at $725.00 per 
month. 2420 Greenbriar 
Dr. (across from the sta- 
dium). woodway_apart- 
ments@yahoo.com 
785-537-7007. ■ 



TWO-BEDROOM. 
Great location close to 
campus. Some balcony 
units, washer and 
dryer, off-street parking. 
Water and trash paid. 
785-341-4496. www.- 
tinyurl.com/rent-ksu 




FOR RENT Five-bed- 
room, two and a half 
bath Brittany Ridge 
Townhome with washer 
and dryer. $1150 per 
month. Available Au- 
gust 1st. 785-250-0388. 




NOW LEASING 



Close to Campus! 
1030 Kearney 
1131 Bertrand 
1001 Laramie 

2000 College Heights 
1 114 Fremont 
519 Osage 
916 Kearney 



HRC 



537-9064 

www.rentHRC.com 



ROOMMATES 
WANTED. Close to 
KSU. Washer, dryer, 
and dishwasher in- 
cluded. Call 785-776- 
2102 or Text ONLY 785- 
317-4701. 
www.wilksapts.com. 




Employment/Careers 





APM - FOUR-BED- 
ROOM HOUSES. 

Great locations. Call 
785-539-2300 Ext. 201 
alliancemhk.com 



AVAILABLE AUGUST. 
Two, three, four, five 
and six-bedrooms. 
Washer/ dryer. Close to 
campus. No pets. 785- 
317-5026. 



SIX-BEDROOM house, 
three 1/2 baths, two 
kitchens, two washers/ 
dryers. double car 
garage. Central air-con- 
ditioning. Available Au- 
gust 1st. $2300/ month. 
537-7138. 



SPACIOUS FOUR-bed- 
room, two bathroom 
house. Washer/ dryer, 
close to campus, no 
pets, $1400 per month 
785-556-0662. 



THREE-BEDROOM, 
one bath. Six-bedroom, 
three bath. Two 
kitchens. Washer and 
dryer, parking, close to 
campus. June lease. 
785-539-5800. www.- 
somersetmgmtco.com. 



"PARTNERS IN Excel- 
lence" OTR Drivers 
APU Equipped Pre- 
Pass EZ-pass passen- 
ger policy. 2012 & 
Newer equipment. 
100% NO touch. Butler 
Transport 1 -800-528- 
7825 www.butlertrans- 
port.com. 

ANTHONY, KANSAS is 
seeking Water/Wastew- 
ater Operator. High 
School Diploma/GED 
and valid driver's li- 
cense required. Applica- 
tions and complete job 
description: www.antho- 
nykansas.org. 620-842- 
5434. EOE. Open until 
filled. 



Have 
things 
for 
sale? 



Sell them here! 

Collegian Classifieds 
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FOUR-BEDROOM 
house. Two baths. Laun- 
dry room. Fence and 
backyard. Newly remod- 
eled. 1520 Harry Rd. 
No pets/ smoking. Avail- 
able August 2nd. 785- 
317-7342. • 

NICE FOUR-BED- 
ROOM house. One and 
half block to campus. 
Rent $1400/ month. 
Rent starts June 1st. 
Washer/ dryer. No pets. 
Call Dave 913-787-6491 



Help Wanted 



BLUEVILLE NURSERY 
is hiring for full and part 
time Landscape Labor- 
ers. Must be depend- 
able, enjoy working in 
all weather conditions, 
perform physical labor, 
including routinely lifting 
over 50 lbs. A good driv- 
ing record is a plus. 
Please apply at 4539 
Anderson Ave, email 
mvignal@bluevillenurs- 
ery.com, or visit www.- 
bluevillenursery.com for 
an application. EOE. 

BUSINESS MUSIC 
Company www.directly- 
acquiredmusic.com 
pays $50 for every bar/ 
restaurant/ hotel you 
sign up. Easy. Email for 
more: m.mar- 
quardt@thecloudcast- 
ing.com 

CAN YOU Dig It? Bull- 
dozers, Backhoes, and 
Excavators. 3 Week 
Hands On Training Pro- 
vided. Become Nation- 
ally Certified. Lifetime 
Job Placement Assis- 
tance. Gl Bill Eligible! 1- 
866-362-6497 

CONCRETE LABOR- 
ERS apply at 1600 Fair 
Lane Manhattan KS 
66502. EOE. 

DRIVERS - CDL-A. 
Train and work for us! 
Professional, focused 
CDL training available. 
Choose Company 
Driver, Owner Opera- 
tor, Lease Operator or 
Lease Trainer. (877) 
369-7885 www.Central- 
TruckDrivingJobs.com 

DRIVERS: NEED Con- 
tract Drivers, CDL A or 
B to transfer commer- 
cial vehicles from local 
body plants to various 
locations throughout U.- 
S. - OTR - No forced 
dispatch - Drivers 
choice- Apply online at 
www.mamotransporta- 
tion.com under Careers 
or call 1-800-501-3783 
to speak with a re- 
cruiter. 

ENJOY THE outdoors? 
Kaw Valley Green- 
houses is looking for 
seasonal loaders. 
Physical outdoor posi- 
tion loading trucks. 
Visit kawvalleygreen- 
houses.com or call 785- 
776-8585. 

EXP. FLATBED 
Drivers: Regional op- 
portunities now open 
with plenty of freight & 
great pay! 800-277- 
0212 or driveforprime.- 
com 

EXPERIENCED CON- 
STRUCTION foremen 
and laborers wanted at 
pre-engineered wood 
and steel frame com- 
pany. Competitive pay 
and paid time off! Call 
785-537-9789 for more 
information. 

FARM HELP wanted 
for spring, summer and 
fall. Call 785-556-8660. 

GENERAL RANCH 
help needed. Knowl- 
edge of equipment and 
livestock important. Will 
work around class 
schedule. 785-587-5852 

LOCAL & OTR Com- 
pany, Class A CDL, 
Health Insurance, Den- 
tal/Vision, Paid Vaca- 
tion & Company 
matched 401 K. Safe- 
ty/Performance Incen- 
tives. Call Monson and 
Sons at 1-800-463- 
4097 ext 109 or ext 
110. EOE. 



Help Wanted 



GRA OPENING 
The National Academic 
Advising Association 
(NACADA) based at 
Kansas State University 
in Manhattan, KS, has 
a 20 hour/ week GRA 
position available imme- 
diately. Assisting the 
Associate Director for 
Content Development 
and Assistant Director 
for Strategic Initiatives, 
this person will coordi- 
nate, develop, and im- 
plement professional 
development materials 
for association mem- 
bers. Prefer graduate 
students pursuing 
coursework in the De- 
partment of Special Ed- 
ucation, Counseling 
and Student Affairs, Col- 
lege of Education. Ap- 
plications will be 
screened as received 
and accepted until 
filled. For more informa- 
tion visit: http://www.- 
nacada.ksu.edu/Mem- 
ber-Services/Position- 
Announcements/Job- 
Detail/articleType/Arti- 
cleView/articleld/2918/- 
Graduate-Research-As- 
sistantship-in-the-Na- 
tional-Academic-Advis- 
ing-Association.aspx 

GREAT PLAINS Truck- 
ing, a subsidiary of pri- 
vately owned Great 
Plains Manufacturing of 
Salina, KS is looking for 
experienced drivers or 
driving school gradu- 
ates to deliver product 
to our dealer network. 
We offer excellent com- 
pensation, benefits and 
home time. Please con- 
tact Brett at brettw@gp- 
trucking.com or 785- 
823-2261 



JP'S SPORTS Grill, Jar- 
dine Marketplace, is ac- 
cepting applications for 
Line/ Prep Cook for vari- 
ous shifts. Experience 
preferred but not re- 
quired. Must possess a 
strong work ethic; atten- 
tion to detail and cleanli- 
ness; and ability to 
work in a team atmo- 
sphere at a fast pace 
for several hours at a 
time. 

Apply online to "Market- 
place Retail Jobs" at: 
http://housing.k-state.- 
edu/resources/employ- 
ment/student-dining/in- 
dex.html. Starts $7.50/ 
hr. AA/EOE. 



LITTLE APPLE Toyota/ 
Honda is currently ac- 
cepting applications for 
part-time employment. 
Reconditioning/ detail 
department. Please ap- 
ply in person at 2828 
Amherst Ave. Ask for 
Tony or Ross. 

LOCAL LANDSCAP- 
ING company hiring for 
full and part time posi- 
tions. Apply online at 
www.completeout- 
doorsinc.com or call 
785-776-1930 



POSITION OPENING: 
Collegian Media Group 
Office Assistant. Stu- 
dent employee needed 
for remainder of 
semester. Must be able 
to work Summer 2014. 
Stop by Kedzie 103 for 
an application or apply 
online at http://www.- 
kstatecollegian.com/ap- 
ply Deadline is April 4, 
2014 



Help Wanted 



NOW HIRING! 
BOURBON & BAKER! 
New restaurant in down- 
town Manhattan seek- 
ing employees for our 
service team. Positions 
open for day and 
evening shifts. Prior ex- 
perience preferred. Ap- 
ply in person at 312 
Poyntz Ave. 

PART-TIME leasing 
agent. First manage- 
ment is looking for Leas- 
ing Agents for a busy 
apartment community. 
Thursday evenings and 
weekends. Must have 
reliable transportation. 
Must be motivated, reli- 
able, & peronable. Ap- 
ply in person at 1409 
Chase Place. No phone 
calls please E.O.E. 

SO LONG SALOON 
AND TACO LUCHA are 
now hiring Bar, Wait, 
and Door postitions. Ap- 
ply in person at 1130 
Mora. 

STUDENT OFFICE As- 
sistant. The Depart- 
ment of Statistics has 
an opening for a stu- 
dent office assistant. 
The position involves 
customer service, an- 
swering phones, filing, 
making copies and pro- 
viding other administra- 
tive support as 
needed. Individual 
must be able to work 
15-20 hours a week. 
Previous office experi- 
ence and computer ex- 
perience are neces- 
sary. Applicants must 
be K-State students cur- 
rently enrolled in a mini- 
mum of 6 credit hours 
to be eligible for this po- 
sition. Apply by submit- 
ting your resume to: jan- 
ders1119@ksu.edu by 
April 7th. Kansas State 
University equal oppor- 
tunity employer 

T-MOBILE is looking for 
Part-time Retail Sales 
Associates in our Man- 
hattan location. We are 
looking for highly moti- 
vated individuals with 
excellent customer ser- 
vice skills. Candidates 
must have an outgoing 
personality, be self-moti- 
vated and eager to 
learn. Sales experience 
is a plus but not neces- 
sary. 

$7.50-$15.00 Earn an 
hourly rate + commis- 
sion. 

Send resume with refer- 
ences to careers@sw- 
phones.biz 

This location is oper- 
ated by Simply Wire- 
less. 

THE KANSAS State 
University Wheat Breed- 
ing project is currently 
seeking student work- 
ers that are available 
full-time for the sum- 
mer. Responsibilities 
will include but not be 
limited to greenhouse, 
field plot work and han- 
dling of wheat sam- 
ples. Desired traits in- 
clude self-motivation 
and attention to detail. 
No previous experience 
needed. Salary starts at 
$10/ hour. Interested 
persons may apply by 
submitting a cover letter 
to the Agronomy office 
at 2002 Throckmorton 
Hall or Kim Suther at 
ksuther@ksu.edu. 



Position Open NOW 



Part-Time Business Office Assistant 



Full-time Student needed 
for remainder of semester and MUST be 
able to work summer 2014 and next fall. 



Stop by Kedzie 103 for more information 
or to pick up an application 
or apply online at kstatecollegian.com/apply. 

Deadline is April 4, 2014. 
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WILDCAT PAWN and 
Jewelry is seeking a 
part-time Pawnbroker/ 
Sales Associate. De- 
sired candidate must 
have prior retail experi- 
ence. Drug-Free work- 
place. Equal Opportu- 
nity Employer. Must ap- 
ply online at www.capi- 
tolcitypawn.com /ca- 
reers. 

YARD WORK and odd 
jobs, home west of cam- 
pus, flexible hours. Call 
785-532-8384. 




Now Hiring all 
shifts 



Apply 
in person at 

901 N. 3rd St. 

or at 
KFC-jobs.com 




KFC 

Drive thru open until 3AM 




Open Market 




KANSAS BULL Test's 
Performance Tested 
Bull Sale April 2 - 12:30 
PM - Beloit, Kansas 
Selling 100 bulls & 15 
heifers. Brian Hage- 
dorn: 785-458-2137 
KansasBulls@gmail.- 
com - www.KansasBull- 
Test.com 

WORLD'S LARGEST 
GUN SHOW - April 5 & 
6 - Tulsa, OK Fair- 
grounds. Saturday 8-6, 
Sunday 8-4. WANEN- 
MACHER PRODUC- 
TIONS. Free ap- 
praisals. Bring your 
guns! www.Tul- 
saArmsShow.com 

YOUR LAND is Your 
Down Payment. And we'- 
ll match your tax refund 
up to $8,000. Singles 
starting at $39,900. 
Doubles starting at 
$59,900. Less than per- 
fect credit OK! 866-858- 
6862 




Deadlines 



Classified ads must be 
placed by noon the day 
before you want your ad 
to run. Classified display 
ads must be placed by 
4 p.m. two working days 
prior to the date you 
want your ad to run. 

CALL 785-532-6555 

E-mail classifieds@kstatecollegian.com 



Classified Rates 



1 DAY 

20 words or less 

$14.95 
each word over 20 
20< per word 

2 DAYS 

20 words or less 

$16.95 
each word over 20 
25<- per word 

3 DAYS 

20 words or less 

$19.95 
each word over 20 
30( per word 

4 DAYS 

20 words or less 

$22.50 
each word over 20 
35( per word 

5 DAYS 

20 words or less 

$25.05 
each word over 20 
40( per word 

(consecutive day rate) 



To Place An Ad 



Go to Kedzie 103 (across 

from the K-State 
Student Union.) Office 
hours are Monday 
through Friday from 
8 a.m. to 5 p.m. 



How To Pay 



All classifieds must be 
paid in advance unless 
you have an account 

with Student 
Publications Inc. Cash, 
check, MasterCard, Visa 

or Discover are 
accepted. There is a $25 
service charge on all 
returned checks. We 
reserve the right to edit, 
reject or properly 
classify any ad. 



Corrections 



If you find an error in 
your ad, please callus. 
We accept responsibility 
only for the first wrong 
insertion. 



Cancellations 



If you sell your item 
before your ad has 
expired, we will refund 
you for the remaining 
days. You must call us 
before noon the day 
before the ad is to be 
published. 



Pregnancy 
Testing Center 

539-3338 

www.PTCkansas.com 
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"Red Options, Red Help, Red Hope" 
Free pregnancy testing 
Totally confidential service 
Same day results 
Call for appointment 
Mon.-Fri. 9 a.m. -5 p.m. 
Across from campus in Anderson Village 
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Metal Gear Solid V: Ground Zeroes' experience is well-crafted, fun however brief 



Metal Gear 
Solid V: 
Ground 
Zeroes 

★***^ 

video game review by Collin 
Weaver 

"Metal Gear" is a name that 
holds a lot of weight in the gaming 
industry for being a landmark 
stealth series. Of those who have 
play video games, there is a good 
chance they have heard the words 
"Metal Gear Solid." 

"Metal Gear Solid V: Ground 
Zeroes" is intended to be the first 
part of the "Metal Gear Solid V" 
experience - a small sampling of 
what we might expect when "Metal 
Gear Solid V: The Phantom Pain" 
hits in 2015. 

Retailing at $30 and a run 
time of about two to three hours, 
"Ground Zeroes" was accused of 
being a cash grab. While these ac- 
cusations hold some truth, "Ground 
Zeroes" is a highly replayable, very 
well made stealth sandbox despite 
its short length. 

Taking place in a prison camp, 
the main mission in "Ground 
Zeroes" takes players an hour and 
a half to complete. There was also 
a collection of five "Side Ops," 
shorter missions with a variety of 
objectives between them. All of 
these are available in two difficul- 
ties and feature a points and ranking 
system, as well as driving players to 
complete each one multiple times in 
pursuit of a better score or ranking. 

"Ground Zeroes" and "Metal 
Gear Solid V: The Phantom Pain" 
mark the first time we see the "Met- 
al Gear Solid" series with an open 
world. The open world in "Ground 
Zeroes" is smaller than the one we 
can expect to see in "The Phantom 
Pain," and smaller than what one 
would expect when hearing "open 
world." 

"Metal Gear Solid" is a 
decidedly story-focused series with 
a long, twisting and confusing plot 
line that is far too convoluted to 
give a good summary. Simply put, 
you may not really have an idea 
of what is going on if you are not 
a long time fan of "Metal Gear 
Solid." The main menu does have 
a "backstory" option that gives 
players a hefty chunk of relevant 
story information, but players may 
find themselves confused if they are 
not invested in the story of "Metal 



Gear." 

That said, "Ground Zeroes" 
does not have much going on 
story-wise. It exists to set up "The 
Phantom Pain" which occurs 
almost a decade later. "Ground 
Zeroes" is bookended by two 
10-minute long cutscenes. The sec- 
ond one showcases the darker tone 
that "Metal Gear Solid" intends 
to head towards. What happens 
in the cutscene is horrifying and 
brutal, and will make some people 
uncomfortable. 

Seeing as "The Phantom Pain" 
is meant to be a tale of revenge, I 
felt the cutscenes did a good job of 
setting up that tone. But outside of 
that, there was little story content. 

"Ground Zeroes" offers a lot 
of gameplay. The main character 
Snake, also known as Big Boss, 
looks and feels more fluid than ever 
thanks to some gorgeous animation 
and tight controls. "Metal Gear" has 
never felt as good to play as it does 
in "Ground Zeroes." 

Add in a bigger map, vehicles 
as well as an improved enemy AI, 
and players begin to get a tanta- 
lizing taste of what "The Phantom 
Pain" has in store. "Ground Zeroes" 
dumps players into a stealth sand- 
box and gives a whole chest of fun 
toys to play with in it. 

I had a blast messing with 
the different game mechanics and 
watching the game's different sys- 
tems interact with each other. 

The game also looks and 
sounds beautiful. The main mission 
takes place in a stormy night, where 
watching the guard's cloaks and 
tent flaps billow in the wind and 
rain was a visual feast. The side 
ops all take place at varying times 
of day, giving players a taste of the 
fantastic lighting. 

Voice acting is solid, too. I was 
initially worried, because David 
Hayter (the previous Snake voice 
actor) was replaced by actor Kiefer 
Sutherland. Sutherland does a 
good job as Snake, though he is no 
Hayter. 

"Metal Gear Solid V: Ground 
Zeroes" is an excellent game. It has 
a lot of replayability, but suffers 
from a short run time. If you are 
is a fan of "Metal Gear," you will 
find something to enjoy here. If not, 
then you might walk away from the 
game feeling disappointed. 

Collin Weaver is a freshman 
in pre-journalism and mass 
communications. Please send all 
comments to edge@kstatecolle- 
gian.com. 
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"Metal Gear Solid V: Ground Zeroes" is the first intallment in the "Metal Gear Solid V Experience." The game will serve as a prequel 
to "Metal Gear Solid V: The Phantom Pain," launching thereafter. The critically acclaimed "Metal Gear Solid" franchise has enter- 
tained fans for decades. 
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